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FIRST  PRESBYTERIAN  CHURCH 
Stamford,  Conn. 
The  walls  of  the  Sanctuary  contain  more  than 
20,000    pieces   of    stained   glass    depicting  the 
Crucifixion  and  Resurrection.  The  inch  thick  glass, 
from  Chartres,  France,  glows  with  jewelled  light. 
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